








ULTIMA ELECTRONICS CORP. INTRODUCES THE ARTEC OPTICAL MOUSE MODEL - A20 


THE ARTEC OPTICAL MOUSE OFFERS YOU SMOOTH AND PRECISE CONTROL THAT YOU DEMAND FROM YOUR MOUSE. ENJOY THE 
OPTICAL TECHNOLOGY, THERE IS NO MECHANICAL BALL OR MOVING PARTS TO STICK, CLOG OR BREAK DOWN. OUR MOUSE IS SO 
EXCELLENT IN QUALITY THAT WE ARE CONFIDENT TO OFFER A LIMITED 5-YEAR WARRANTY. A SPECIALLY DESIGNED AND TAILORED 
COAT IS ALSO INCLUDED TO PROTECT YOUR MOUSE FROM DUST WHEN YOU ARE NOT USING IT. THE ARTEC OPTICAL MOUSE COAT 
SHARES THE SAME TAIL (CABLE) WITH YOUR MOUSE. 


ADDITIONAL MODE SELECTORS AND BUHONS 
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MODE SELEaOR COMPATIBLE MOUSE COMPATIBLE 


OPTICAL TECHNOLOGY, NO MECHANICAL BALL OR 
MOVING PARTS TO STICK, CLOG OR BREAK DOWN. 

IT'S MAINTENANCE FREE. 
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SPECIFICATIONS 

RESOLUTION: 

300 COUNTS PER INCH 

SPEED: 

600 MM/SEC 

T/0 LEVEL: 

RS-232-C 

BAUD RATE: 

1200 BAUD 

BUnONS: 

3 FUNCTION BUnONS, 1 MODE SELECTOR, 

2 MODE BUTTONS 

SWITCHES: 

10 MILLION CYCLE LIFE 

CABLE: 

78.74 INCHES (200 CM) LONG 

CONNEaORS: 

DB 9 FEMALE ADAPTER 

DB 9-TO-25 FEMALE ADAPTER 

POWER: 

10 MA (NO EXTERNAL POWER REQUIRED) 

PROTOCOL: 

MOUSE SYSTEM MOUSE COMPATIBLE 

MICROSOFT MOUSE COMPATIBLE 

IBM PC/XT/AT AND PS/2 (MODEL 30) COMPATIBLE 

SIZE: 

MOUSE: 3.85 IN x 2.59 IN x 1.22 IN 

(9.8 CM) X (6.6 CM) x (3.1 CM) 

PAD: 9.05 IN X 7.67 IN x 0.04 IN 

(23.0 CM) X (19.5 CM) x (1.0 MM) 

WEIGHT: 

MOUSE: 0.33 LB (150 G) (W/CABLE & CONNECl 

PAD: 0.22 LB 100 G 



THE ARTEC OPTICAL MOUSE PACKAGE 
FOR YOUR PC INCLUDES: 

1. ARTEC OPTICAL MOUSE 

2. HIGH QUALITY ALUMINUM 
REFLECTIVE PAD 

3. DB 9-TO-25 CONNEaOR 

4. DRIVER & TEST SOFTWARE 

5. DR. HALO PLUS SOFTWARE 

6. OWNER'S MANUAL 

7. ARTEC OPTICAL MOUSE POCKET 

8. ARTEC OPTICAL MOUSE COAT 



THE ARTEC OPTICAL MOUSE IS 

ERGONOMICALLY DESIGNED TO FIT IN 
YOUR HAND FOR MAXIMIZED EASE 
AND COMFORT IN OPERATION. 



THE ARTEC OPTICAL MOUSE IS 

COMPATIBLE WITH IBM PC/XT/AT PS/2 
(MODEL 30) AND WITH MOST OF THE 
MAJOR APPLICATION PROGRAMS. 



THE ARTEC OPTICAL MOUSE COMES 
WITH A SPECIALLY DESIGNED AND 
TAILORED COAT TO PROTECT YOUR 
MOUSE FROM DUST WHILE NOT USING 
IT THE ARTEC OPTICAL MOUSE 
COAT AND YOUR MOUSE SHARE THE 
SAME TAIL (CABLE). 


ULTIMA) ELECTRONICS CORP. 


MAIN OFFICE 

2ND FLOOR, NO. 25, CHUNG-HUA ROAD, SEaiON 1, TAIPEI, TAIWAN, R.O.C. 
TEL: (02)381-0711 (12 LINES) FAX; (02)314-1170, 314-3785 TELEX: 13329 SHERRYCO 

USA BRANCH 

1245 REAMWOOD AVENUE, SUNNYVALE, CA 94089 U.S.A. 

TEL; (408)734-9208 FAX; (408)734-9207 

































































